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PACKING LIST FOR ROUTINE DOMESTIC AND EXPORT SAMPLES 

CABARRUS 


Production Date:. 



Brand Code 

Spec Group 


Brand 

C 

A 

B 


1790 

STD 

C 

Mari Blue Ult Lts 100 Box 





1800* 

STD 

C 

Merit Ult Lts 83 Box 





1800* 

IRN 

m 

Merit Ultra Lts S3 Box 





1810 

JPN 

D 

Philip Morris Lights Reg KS SP (F=007) 






JPN 

D 

Philip Monis Lights 83 Box (F=007-107) 





2130 

STD 

C 

Marlboro Ultra Lights 83 Box R/Wht 





2140 

STD 

C 

Marl Ult Lts 100 Bx R/Wht 






STD 

C 

Bristol lights KS SP 





gllggPJ 

STD 

C 

Bristol lights 100 SP 




m 

2320 

STD 

C 

Bristol KS Full Flavor 






STD 

c 

Bristol 100 Full Flavor 





2350 

STD 

c 

Bristol Ult Lts 100 SP 





2570 

JPN 

D 

Next 1.0 mg 83 Box (F=007) 





2740 

STD 

C 

Marlboro Medium 100 Box 





2860/2820 

STD 

C 

Merit Ultima 83 Box (Non-Prom) (Prom) 





2870/2830 

STD 

C 

Merit Ultima 85 SP (Noa-Prom) (Prom) 





2880/2840 

STD 

C 

Merit Ultima 100 Box (Non-Prom) (Prom) 





2890/2850 

STD 

c 

Merit Ultima 100 SP (Non-Prom) (Prom) 





5150 

SUN 

D 

LAM KS SP U.S.S.R. (F=197) 





5220 

JPN 

D 

LAM Milds KS Charcoal SP (F=007) 





5260 

JPN 

D 

LAM Milds 83 Charcoal Box (F=007) 





LTS 

s= Lights 

FF 

= Full Flavor 

C/W 

= Cork White 

F 

= Formula 


•Indicates brand codes with multiple spec groups. Samples for different spec groups should 
not be mixed. 


PM3000786174 


Source: https://www.industrydocuments.ucsf.edu/docs/pypk0001 
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FOR ROUTINE DOMESTIC AND EXPORT SAMPLES 
CABARRUS 


Brand Code 

Spec Group 


Brand 

C 

A 

B 

0820* 

STD 

C 

Marlboro 83 Box (F=022) 




0820* 

HKG 

D 

Marlboro 83 Box (F=084,112) 





STD 

C 

Cambridge Full Flavor KS SP 

■ 




880 


1010 * 

1010 * 

1030* 

1030* 

1200 

1300 

1330 


^ 1420 
j/" 1440 


STD 

STD 

STDST 

STD 

STDST 

STD 

Ipn 

JPN 

STD 

STD 

STD 

Ipn 

std 

STD 

STD 


Cambridge Full Flavor 100 SP 

Merit Ultra Lts Reg KS SP 

Merit Ultra Lts Reg KS SP Challenge 

Merit Ultra Lts 100 Reg SP 

Merit Ultra Lts 100 Reg SP Challenge 

Merit 83 mm Regular Box 

PM Super Lights 83 mm Reg Box (F=007) 

PM Super Lights KS SP (F=007) 

Cambridge Lights 85 SP 

Cambridge Lights 100 SP 

Cambridge Lights 100 Men SP 

Merit Lights 83 Box Charcoal (F=007) 

Marl Red Ck/Wht Ult Lts 83 Box 

Marl Red Ck/Wht Ult Lts 100 Box 

Marl Blue Ult Lts 83 Box 



LTS = Lights 

FF = Full Flavor 

C/W = Cork White 

F as Formula 

* Indicates brand codes with multiple spec groups. Samples for different spec groups should 
not be mixed. 


PM3000786175 


Source: https://www.industrydocuments.ucsf.edu/docs/pypk0001 

















